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DEFENSE INTELLIGENCE AGEN 


WASHINGTON, D.C. 20301 


6 MAR 1981 
S-1987/DT-1 


TO: Assistant Chief of Staff for Intelligence 
HQ, Department of the Army 
Washington, D.C. 20310 


SUBJECT: GRILL FLAME Program 


1, Enclosed GRILL FLAME Memorandum of Understanding, Mission and Objective 
Statement, and Statement of Work were reviewed by DIA and Army GRILL FLAME 
action officers on 25 September 1980 and reflect the agreed upon position 
developed at that meeting. 


2, Request Memorandum of Understanding be signed and returned to DIA. 


SGFOIA3 


3 Enclosures 

1. MOU (S/NOFORN) 1 Cy 

2. Mission and Objectives 
Statement (S/NOFORN) 1 Cy 

3. Statement of Work 
(S/NOFORN) 1 Cy 


Upon removal of the attachments this 
NOT RELEASABLE TO FOREIGN NATIONALS document becomes unclassisied 
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